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1 REPORT Of ANNUALS USED BY OR UNDER CONTROL Of RESEARCH FACtUTY (Attach aOeWonai shaata i neceuwy or um APHIS fOPM 7023A J | 

A. 

Animelft Covered 

By The AntmM 

Welfare Regulations 

B. Number of 
am mafs being 
bred. 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
b.4rposei 

C. Number of 
ammals upon 
which leading, 
research. 
expenfTwits. or 
testa were 
conducted 

Involving no 
pain, distress, or 
us# of pain- 
relieving drugs. 

D. Number of animats upon 
which aipenments, 
laaching. ratearch. 
turgary. or tests wart 
conductad involving 
accompanying pain or 
distratt to the animals 
and ter which appropnala 
anesthallc. analgesic, or 
tranquilizing drugs were 
used 

E. Number of ammals upon which teaching, 
aipenments. research, turgary or tests were 
conducted mvolvtng accompenymg pain or distress 
to the immalt and for which the use of appropnala 
anesmetlc.analgesic. or tranquilizing drugs would 
have adversely affected me procedures, results, or 
inierpreiaiion al the laaching, research, 
axpahmants. surgery, or tests (An explanation of 
rha prxedma producing pam or dalresa in tneaa 
anenala and the reaaona auch druga were not uaad 
inuat be attached a> tha report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C * 
0*E) 







5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






0. Non-Human Pnmatea 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 






Mica 


448 

1593 

436 

2477 

Rats 


755 

2301 

174 

3230 







ASSURANCE STATEMENTS | 


t) Prolossionally acceptable standards governing me care, treatment and use at animals. Including appropnate use ol anesmelic. analgesic, and tranquilizing drugs, prior lo. dunng. 
and followmg actual researdi. teaching, tesbng. surgery, or aapanmentation were followed by this research facility 


2) Each pnncipal invastlgatar has considered alternatives lo painful procedures. 

3) This facility Is adhering to me standards and regulations under the Act, and it has required that exceptions lo the standards and regulations be specified and explained by me 
pnncipal investigator and approved by me Insbtubonal Animal Care and Use Committee (lACUC) A summery of all the exceptions Is attached to tMe annual report. In 
addition lo identIfyinB the lACUC aporoved exceptions, mis summary Indudss a brief explanation of the exceptions, as well as the speaes and number of animsis affected 

4 ) The attending valennanan tor iNs research faohty has appropnate authonty to ensure the provision of adequate vsiannery care and to oversee me adequacy of other 
j'iCects of animal care and use 
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APHIS Form 7023 Column E Explanation 


This form is intended as an aid to completing the APHIS Form 7023 Column E explanation. It is not an official form and its 
use is voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number: 14-R-0166 

2/3. Species (common name) & Number of animals used in this study; 

Rats (174) 


4. Explain the procedure producing pain and/or distress. 

Protocol 05-007 involves the induction of inflammation in the colons of mice to mimic the inflammation seen in 
inflammatory bowel disorder. A chemical agent used to induced inflammation is introduced into the colon via the rectum 
of an anesthetized animal. Animals are hung upside down while under anesthesia to insure proper instillation of the 
chemical. Following instillation, animals are place in their home cages and inflammation is allowed to develop over a 
number of days. Throughout the development of inflammation, animals are treated with either controls or test 
compounds. 

5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to determine 
that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see Item 6 below) 

While anesthesia was used for the process of instilling the Inflammatory agent, the use of any other drugs throughout the 
inflammatory phase of the testing would confound any activity seen with the test compounds. 

6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations (CFR) title 
number and the specific section number (e.g., APHIS, 9 CFR 11 3. 102); 

Agency: CFR: 




